AYRES, 1049 LIVINGSTON AVE., COLUMBUS, OHIO 


High Street showing Neil House, Huntington ~ 
Bank Bldg, and Deshler-Wallick Hotel and the £ 
Le Veque-Lincoln Tower, 5551/2 feet high, 45 ° 
stories. jj 
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A-26 — The Heart ot Columbus, Ohio at Night 
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